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per bushel throughout the day, he is able to keep a check
upon the amount of calcination it has received.

In ascertaining the weight per bushel, the measure
should be filled as lightly as possible, and the contents
struck off level at the top.

FIG. 87.
The object of every apparatus used for determining the
weight per bushel is that the cement shall fall into the
measure in a steady uniform stream from a given height,
it being very evident that if it is roughly shovelled in, the
weight will be considerably greater than when lightly filled.
Fig. 87 is a sectional illustration of the hopper devised and